From: VWR International <vwr@vwr.messages3.com> 

Sent: Wednesday, January 18,2012 10:22 AM 

To: Hanchett, James (DPH) 

Subject: Elements Vol 1 has arrived! 



This message contains graphics. If you do not see the graphics, click here to view . 



VWR believes that every lab deserves to find the tools that best suit their individual needs. A 
wide range of options is crucial to a world of accelerating scientific advancement. That’s why 
we publish elements six times a year - delivering on our mission to provide the latest 
information on a wide array of new products and services that make your job easier. 


Finding the Right Pipet Tip Just Got Easier! 

• Simply search by your current pipettor brand or the right pipet tip attribute 

• The selector guide instantly returns a list of tips that match your needs, from 
which you can dick to find more information and add to your shopping cart. It's 
that easy! 

Shoo Now 


VWR® Premium Histology Reagants & Stains 

• Desgined to complement each other to provide optimum results 

• Exceptional contract between cellular components 

• Rigorously tested to ensure consistency from the first slide to the last 

Shop Now 




VWR Advanced Dry Block Heater with Heated Lid 


• Exceptional uniformity, stability, and regulation of temperature 

• Reduces condensation on sample lids 

• Holds interchangeable modular blocks 
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